MyLA311: Closed - Sidewalk Repair - 1823 W PI... 


Subject: MyLA311: Closed - Sidewalk Repair - 1823 W PICO BLVD, 90006 
From: <311@lacity.org> 

Date: 05/10/2018 09:26 AM 
To: <moises@lani.org> 


Your Sidewalk Repair request was updated on 05/10/2018 9:26 AM. 

Service Request # 1-1021296916 
Location: 1823 W PICO BLVD, 90006 
Status: Closed 
Closed - See Comments 
Recent comments: 

DWP WATER METER , REFERRED TO SAI DWP 1-213-367-6789 
You can check the status of your request by 

1. Visiting https://myla311.lacity.orq <https://myla311.lacity.orq> 

2. Using the mobile app from Google Play <https://play.qooqle.com/store 
/apps/details?id=com.LA.MyLA311&hl=en> or the Apple Store <https://itunes.apple.com 
/us/app/myla311/id611079486> 

3. Contacting Bureau of Street Services with your service request number 

Email: bss.boss@lacity.org <mailto:bss.bossalacity.orq> 

Telephone / TTY: dial (800) 996-CITY or (800) 996-2489 
Call center hours: M-F 7:00 am - 3:55 pm 
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